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Date: 
10.12.06 
Job No.: 
Product No.: 
D2~58nJ119HB96 
Product Name: CARGO MIRROR 


Dlstrtbutlon 
Reqd 
Resp 
Production Manager I Coorcl. 
Y 
LUMF 
Purchasing Coord. 
--Y-­ 
-CL 
- 


Production Engineering Coord. 
Y 
DDIEC 


Reason for Change: 


ENGINEERING CHANGE NOTICE 
DART AEROSPACE LTD 


ENG1112DEC 
ADRYeslNo: 
Created By: 
Checked By: 


Initial I Date 
Distribution 
DQA I QA Coord. 
ac Coordinator 
Customer Technical Support 
Marketing 
Customer Order Processing 


Reqd 
N 
N 
Y 
Y 
N 


CHANGE SUPPLIER - UPDATED DRAWINGS ACCORDINGLY 


Documents Affected: 
RELEASE 02071 REV. E AND D2067 REV. B 


PARTS MUST COMPLY 
0 
PREVIOUS PARTS SATISFACTORY 


# Quality Assurance Actions 
Reqd 
Rasp 
Notas 


1 Notify Previous Customers 
N 


2 Notify Eurocopter France 
N 


3 


# Engineering Actions 
Reqd 
Rasp 
Notes 
4 Required DocumentsnJrawings Under Review 
N 
5 Update Master Document List (MOL) 
N 
NO MDL FOR D2~8 PLUS, SEE BELOW. 


6 Update Product Compatability Matrix 
N 
7 Create Eurocopter Fonn (FEE) 
N 
8 Notify TC I FAA of Change 
N 
9 


# Document Control Actions 
Reqd 
Rasp 
Notes 
10 Move Electronic Files 
Y 
KJ 


11 Update Blue/PinknJSI Folder and Electronic Files 
N 
12 Update ApprovedlPreliminary PDF Files 
Y 
KJ 


13 Update Document Record (DR) 
Y 
MB 
DR-D206-558 REV. I PLUS SEE BLEOW. 


14 Update Product Development Summary 
N 
15 Update aSI 021 and/or STC Approval List 
N 
16 Update Parts I STC Database 
N 
17 Update I Verify ARC Database 
N. 
18 Create I Update Change Record Fonn litem card Database 
Y 
KJ 
SEE BELOW. 


19 Create I Update PPP's 
Y 
KJ 
20 Update Document Control Database I Laminated Owgs 
N 
21 Update Grey Project I Electronic Binder PDF Files 
Y 
KJ 


23 
24 


Description I Action: 


&{~~~D 


CHANGE NUMBERS ARE AFFECTED AS FOLLOWS. 
ll,ol,[q 
- D~8-041/-043 NOW @ CHG 009 
.ll 


- D407-558-045/-047 NOW @ CHG 002 
~tGt U~ 
- D119HB96-011/-013 NOW @ CHG 005 


ABOUT COMPLIANCE: 


10­ 
663 


Resp 
Initial I Date 


OS 
SW 


D 


Complete 


Complete 


Complfl~ 
, I.O( f9::~ 
1../,,,,, 
H.O( aI'6<f'R:J... 
,l. at. Lb~(/· 
- 


IhOt r~~ 
, 
-'-..-/ 


ALL COMPLETE KITS IN STOCK ARE NOT AFFECTED BY THIS CHANGE. ONLY IN PROGRESS OR NEW ONES WITH NEW CABLE SUPPLIED BY 
WESCON ARE AFFECTED BY THIS CHANGE. 


DR AND MDL UPDATES: 
ONL Y D2~58 DOCUMENTS ARE UPDATED AT THIS TIME. IN PROGRESS DR-IMDL-D119HB96 WILL BE UPDATED SEPARETEL Y BY 
PROJECT MANAGER OR DOCUMENT CONTROL. 


- 
ECN Verified & Complete: 
Date: 


H:\Fonns\Engineering\approved online eng\ECNrevP.xls 


